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— Sealys ELECTRi¢ COMPANY 
7 2212 SOUTH HILL STREET 


" LOS ANGELES 7, CALIF. ° E 10243 


Richmond 9-5301 


ELECTRICAL INSTRUMENTS 
° Manufacture 
¢ Sales and Service 


Hycon Mfg. Co * Repair and Calibration 
SOLD TO re) e . ; 
2961 E, Colorado 
Pasadena, Czlif. 


YOUR ORDER NO. 


65238 


Repair 


1 Simpson Model 260 VOM #06 


HACOW WEC CONLVMA 
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